ustomer’s #1 Choice 


J. 
NIGJE 


BC-1200 Bill Changer. 


International Office Rowe International, Inc. 


St. Clare House, Holly Road 1500 Union Avenue S. E. 

Hampton Hill, Middlesex Z - FE Grand Rapids, MI 49507 
TW12 1QQ England Mares For Sales Information 
Phone: 0181-941-4597 a AOE IN USA R Phone: (201) 887-0400 


Fax: 0181-941-1273 Fax: (201) 887-2851 


The Rowe Model BC-1200 Bill Changer. 


High security door frame 


The Rowe Model 
BC-1200 offers 
easy access fo all 
components 


The Rowe Model 
BC-1200 with 
optional mounting 
base 


MODEL BC 1200 PAUUUCT FEATURES 


e Accepts $1, $2, $5, $10 and $20 bills e Optional base or filler kit available 

e Dual hoppers e Advanced 16 character self-diagnostic 

e Token capability included display spells out messages clearly, making 
(contact Rowe for specifications) servicing simple 

e Optional dollar coin and quarter acceptor e Optional security features include high security 

e Heavy duty steel cabinet and 3 point door guard kit and lock cylinder 
locking system e Toll free service number 1-800-669-7693 

e Machine controlled by plug-in programmable for factory assistance available from 8:30 am 
electronic chip to 5:00 pm EST 


e UL Approved 


MODEL BC 1200 PHODUCT SPECIFICATIONS 


Coin Capacity: Quarters: 3400 U.S. ($850) per hopper 
Dimes: 8000 U.S. ($800) per hopper 
Nickels: 4000 U.S. ($200) per hopper 


Dollar Coin/Token: 2100 U.S. ($2100) per hopper 
Stacker Capacity: 1000 bills per stacker (dual stackers) 
Dimensions: 12 1/16” wide x 18 1/4” deep x 38 5/8” high 
Net Weight: Approximately 180 Ibs M 
Power: 120 VAC, 60 Hz, OROWE 
225 watts/4 amps 
TRANSACTIONAL ELECTRONIC PRODUCT 
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